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NEW TECHNIQUES FOR HARD COPY GENERATION 

FROM CRT DISPLAYS 


THE VALUE OF CRT DISPLAYS 

During the past decade improvements in cathode ray tube 
technology have matched the increased capabilities of digital com- 
puters. The CRT today is capable of extremely high resolution 
and is acknowledged to be the fastest, most flexible means of 
displaying the output of a high speed computer. 

With the expansion of computer capabilities and parallel ad- 
vances In programming, many types of information are being 
generated which can be displayed (alone, or in combination) on 
a CRT. This information can be alphanumeric plus symbols, 
graphic information (patterns, drawings, vectors, etc.) or back- 
ground material such as maps and photographs. In addition, TV 
presentations of various types are traditionally best displayed on 
a CRT. 

At the present time, CRTs are less popular than typewriters, 
electromechanical plotters, line printers, etc. for computer output 
display. This is due, in part, to the limited number of systems 
available for the economical production of permanent hard copy 
from the CRT display, as well as to unfamiliarity with the means 
of utilizing CRT displays. Where CRTs are now being used as 
computer display devices, access time to hard copy is excessively 
long, equipment cost Is high, quality may be poor, or one of sev- 
eral other factors may preclude an entirely satisfactory system. 

THE NATURE OF HARD COPY REQUIREMENTS 

This lack of satisfactory hard copy capability is at present a 
deterrent to full exploitation of the inherent advantages of the 
CRT as a display device. In our opinion, depending on the specific 
system requirements, a practical CRT hard copy system must 
possess one or more of the following capabilities: 

(1) A recording rate as near the maximum display rate as pos- 
sible. If a film Intermediate Is used, random input camera 
command pulse rates approaching 100/second will permit 
recording of 5000 lines of data/second. The film intermedi- 
ate then requires processing and a system must be provided 
for printing hard copy from the processed film. The processor 
and printer may or may not be coupled on line with each 
other. 

(2) An integrating ability to permit recording of extremely high 
resolution displays on CRTs designed for, and properly uti- 
lized for, this purpose. Processing of the record may, or may 
not be on-line with the CRT recording station, and may be 
on one of several types of materials. 

(3) Production of high quality line-type or continuous tone copy 
direct from the CRT to paper hard copy. Processing may or 
may not be on-Hne with the CRT recording station. 

(4) Recording of short burst, high rate CRT displays with mini- 
mum access time to hard copy. Requires a film internegative 
and on-line hard copy printing. 

PRACTICAL HARD COPY SYSTEMS 

Today, a number of photographic materials and methods appear 
to be of practical value for use in producing hard copy from CRT 
displays. The variety of these materials, principally silver halide. 


(both film and paper). Electrofax and Xerography, combined with 
various possible system configurations presents an almost be- 
wildering array of potentially useful systems. 

The chart is a compilation of various CRT recording and hard 
copy systems grouped for comparative purposes. Note that the 
number of systems, actual and potential. Is somewhat expanded 
by the various possible on-and-off line combinations of system 
elements. 

It Is evident that no one system is the answer to all possible 
requirements for hard copy generation. The final choice of the 
best system depends on at least the following factors: 

1. Rate of display of data on the CRT 

2. Volume of data per day 

3. Type of data to be reproduced 

4. Required access time to hard copy 
Added to these are the various economic factors: 

1. Cost per copy 

2. Cost of the equipment (amortized cost/ copy) 

3. Cost of maintenance (reliability) 
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FIGURE 1 — Schematic View of Components of a DATASTAT Hard 
Copy System. 


PHOTOMECHANISMS’ HARD COPY EQUIPMENT 

Recognizing the growing need for hard copy from CRT displays, 
Photomechanisms has developed and is delivering systems for 
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this purpose. The equipments now in use and those in develop- 
ment should satisfy many current recording requirements. These 
requirements may be classified as follows: 

Moderate Volume— Rapid Access to Hard Copy 

Two types of equipment are available, our DATASTAT and 
DATASTAT II. Each uses a rapidly processed silver halide inter- 
negative printed onto Electrofax papers with an access time of 26 
seconds to SVixll copy. Black line copy on white background 
is obtained from a bright character, or other display, at the rate 
of 12 per minute. 

Low Volume— Rapid Access to Hard Copy 

Again, two types of equipment are available, our DATACOPY, 
Types A and B, with page-by-page exposures on silver halide paper. 
Both types provide very high quality copy from either alpha 
numeric or continuous tone TV displays. Access time varies from 
35 to 60 seconds, rate is 6 SVz x 11 pages per minute. 

High Volume- Moderate Access Time to Hard Copy 

Accepting 16 or 35 mm film from any data recording camera. 
Photomechanisms' DATAFLO equipment processes the film and 
on-line prints the processed images onto the highest quality 
electrostatic hard copy. Access time is 5 minutes and the rate is 
30 8 V 2 X 11 copies per minute. 

THE DATASTAT SYSTEM 

The basic characteristics of DATASTAT are listed on line 3 of 
the chart. The DATASTAT principle is unique and exploits close 
coupled CRT recording, rapid film processing and electrostatic 
hard copy printing. 

Figure I depicts the normal relationship between components 
of the DATASTAT system. 

In the DATASTAT system, the following sequence is initiated 
simultaneously with a data frame display on the CRT monitor: 

(1) A shutter is opened and closed on pulse command by the 
user. The data frame is exposed on 35 mm film through a 
high quality lens. 

( 2 ) Successive frames are recorded on command — at rates up to 
4 per second, for a maximum of 25 frames, or may be re- 
corded at as low a rate as desired. The exposed film is rapidly 
advanced into a loop between the film gate and the processor. 

(3) An on-line processor (our RAPIDATA® Photoprocessor) de- 
velops and stabilizes the data Image In about 8 seconds. 

(4) The processed image is flow-printed by a projection optical 
system onto charged electrostatic paper, liquid-toned, and 
dried. 

Figures 2 and 3 show the configuration of this equipment. 



FIGURE 2 — View of the front of the DATASTAT unit showing the 
film path and optical systems. 





'^SOLUTION SUPPLY 

FIGURE 3— Rear view showing the CRT assembly, electrostatic 
printer and solution supply for the film processor. 


DATASTAT 1 1 

In function DATASTAT and DATASTAT II are identical. The 
latter, shown In Figure 4, has been repackaged to fit Into a stan- 
dard 24 inch electronic rack and will accommodate up to a 7 In. 
diameter CRT mounted within the package. 



FIGURE 4 — Interior of DATASTAT II showing film supply, film 
gate, processor, printing source and roll of electrostatic paper 
supply. External measurements are only 24" x 36%" x 29y2". 


The Film Processing in DATASTAT 

Figure 5 shows the RAPIDATA® Photoprocessor unit — an impor- 
tant part of the DATASTAT system. In it the exposed film is proc- 
essed automatically in the short space between the exposure gate 
and the projection station. 

Electrostatic Printing in DATASTAT 

The hard copy printing system in the DATASTATS is designed 
for reliable production of line or continuous tone copy using 
liquid toner. 

Figure 6 shows a typical, unitized printer subassembly utilizing 
roll paper, cut-off knife, corona charging, and replenishment-type 
liquid toning of the copy image. 



FIGURE 5— The compact, temperature controlled RAPIDATA® 
Photoprocessor which processes film in 8 seconds. Less than 3 
inches long, it develops and stabilizes the 35 mm film in 
DATASTAT by applying solutions to the emulsion side only. 



FIGURE B — Coupled to the drive system in a DATASTAT this 
highly reliable printer unit converts projected optical data to hard 
copy in less than 1 5 seconds. 

The DATASTAT’s Advantages 

The DATASTAT system offers a unique solution for applications 
requiring rapid access to hard copy, with moderate average volume. 
Its advantages may be summarized as follows: 


(1) Recording Sensitivity 

The high speed of the CRT recording film used permits re- 
cording of data at rates higher than those possible with 
other sizes and types of materials. 

(2) Recording Rate 

Information can be recorded in high speed bursts, accumu- 
lated in a loop and printed out at the average rate of the 
system. 

(3) Access Time 

Processed data is ready for projection in less than 10 sec- 
onds from display on the CRT. Hard copy is available in 26 
seconds. 

(4) Permanent Record 

The Internegative makes possible a permanent microfilm 
record of each print. 

SILVER HALIDE HARD COPY 

For some purposes, and in particular where Initial equipment 
cost is a prime factor, direct CRT recording on silver halide paper 
offers an advantage. Quality can be excellent, with very high speed 
materials available when needed. 

Image Sense 

Two types of silver halide printing papers are now available for 
either direct positive or direct negative prints of a CRT display. 
Direct negative prints are used, for example, to record character 
or line displays where It is acceptable for the bright line charac- 
ters to be printed as black lines on a white background. 
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FIGURE 7— A schematic of Types A and B of DATACOPY equip- 
ment for production of either negative or positive copy on silver 
halide materials. 

Direct positive prints are of value when it is desired to retain 
the light and dark relationship normally observed on the CRT, as 
for example, with a radar display. 

Equipment Types 

Two types of hard copy printers are now being offered. Each 
utilizes specially developed, high energy chemistry and tempera- 
ture controlled, low maintenance, solution applicators. 

TYPE A For direct negative copies only. Type A equipment offers 
30 to 40 seconds access time for completely dry and 
flat hard copy. Only two, long-life, processing liquids are 
needed. 

TYPE B Used for either negative or positive copies, this type has 
an access time of 60 seconds. Three processing solu- 
tions are utilized. 

These equipments are described on line 8 of the chart. 

Equipment Functions 

Paper is pulled from a supply roll in a continuous strip through 
the exposure station. At the completion of the exposure a com- 
mand re-cycles the unit causing the exposed paper to be pulled 
through the exposure area, until a new portion of paper is in place, 
ready for exposure. 








The exposed portion is cut off and fed down into the series of 
either two or three processing applicators where processing is 
rapidly completed automatically. From the processor, the print is 
fed into a warm-air, open weave, belt-dryer. Finished prints emerge 
into a catch tray. 

Exposure 

The paper emulsions available are of sufficiently high speed 
to permit direct optical recording of CRT displays where the CRT 
brightness is relatively high and the writing rates are moderate, 
and with magnification less than unity. Some retracing of the dis- 
play may be required for unity magnification and higher. 

Paper Transport 

The paper is advanced at a rate determined by the processing 
rate. At an average transport rate of 1.2 in./second, exposures can 
be made every 10 seconds, and 6 prints/minute will be delivered. 

The paper is transported through the system by pinch roller 
pairs. A cutter blade is actuated when the leading edge of the 
unexposed paper reaches the output edge of the exposure area. 
The exposed, separate, cut sheets are automatically transported 
through the solution applicators and dryer sections. 

Access Time 

All processing is completed in 10 seconds in Type A and 24 
seconds in Type B, the latter being used for either negative or 
reversal processing. Another 20-30 seconds is needed for com- 
plete drying, making the access time for Type A 30-40 seconds, 
and 60 seconds for Type B. The final high quality copy is dry and 
permanent. 

Processor Units 

Trough-type, immersion processing modules with automatic 
solution feed and level control are incorporated in each equip- 
ment. Processing solutions are supplied in convenient kits. 

Dryer 

A compact dryer of high efficiency provides hard copy for 
immediate use. 

Optical Interface 

Both Type A and B hard copy generators are normally supplied 


without a lens, or housing, for Incorporation Into the customer's 
system. We can also supply either type with a lens and housing, 
or with housing only. 

Dimensions 

The Type A and B hard copy generators are each self con- 
tained and require only a power cord connection. The sizes are 
as follows: 

Type A— 20 in. high x 18 In. deep x 24 In. long 
Type B — 20 in. high x 18 In. deep x 36 in. long 

HIGH VOLUME HARD COPY 

Photomechanisms now has In development a system called 
DATAFLO which fills the requirement for an integrated system to 
make hard copy from large volumes of 16 or 35 mm film exposed 
to a computer driven CRT. The DATAFLO equipment will produce 
8 V 2 X 11 paper prints at relatively high rates. 

The system is designed to accept cassettes or magazines from 
most standard recording cameras. It is entirely self-threading and 
the operations of film processing, projection and printing, and 
hard copy production, are all close-coupled on-line with each 
other. 

Final hard copy will be of the highest quality electrostatic type 
with print production at the rate of 30 per minute. This system is 
described on line 2 of accompanying chart. 

APPLICATION ENGINEERING 

We at Photomechanisms realize that the field of photographic 
computer input-output data Is in its early stages. We have devel- 
oped equipment for hard copy generation and have described It 
here, as It exists, or as it is being planned. 

The services of our Research, Development and Engineering 
Staffs are available to assist you in the solution of your specific 
problems. Such a solution may require only a modification of 
present equipment. 

Please feel free to contact us on any of your photographic data 
recording, processing and utilization problems. Your particular 
problem will receive our prompt attention and a suggested solu- 
tion based on some of the most varied and extensive experience 
in this specialized field. 



PHOTOMECHANISMS SPECIALIZES IN 


• transient data to hard copy systems 

• high performance optical systems 

• electro-mechanical-optica! devices 

• real timie camera-processor-projectors 

• special purpose data recording cameras 

• rapid access and simplified photo processors 
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